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Applications of Electric Discharge Lamps 
to Photographic Processes, the. . ‘ 
Arc Control! Pots 


B 
Braking, Rotor Voltage of Induction Motors 
during 
Brockhouse Canines, Ltd., Wodeesield, 


Wolverhampton, High Frequency Elec- 
tric Melting Furnaces at ; 


C 
Circuit Breakers, see “‘Arc Control Pots’’ 


Cogging Mill Modernization and New 
Merchant Mill Installation (Dorman, 
Long & Co., Ltd.) s 


Colour and Colour Rendering 


D 
Design of Fractional Horse-Power 
duction Motors, Part I . 
Development during 1938 .. 
Dorman, Long & Co., Ltd., Cogging Mill 


Modernization and New ‘Merchant Miil 
Installation 


In- 
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Ebbw Vale Steelworks of Richard Thomas 
& Co., Ltd., Electrical and Mechanical 
Equipment at 

Electric Discharge Lamps, the hulioninus 
of to Photographic Processes 

Electric Melting Furnaces, High- Frequency, 
at Brockhouse Castings, Ltd., Wednes- 
field, Wolverhampton .. 

Electrical Equipment of Trinided Paper 
Pulp Mill, the .. 

Electrical and Mechanical Reniaunes at 
the Ebbw Vale Steelworks of Richard 
Thomas & Co., Ltd... 


Electrical Progress and Development during 


Electricity Meter Consnection, Revert 
Progress in a 


Fill-ups : F 
Electrical Equipment for a Paper Mill 
(Albert E. Reed & Co., Ltd.) 
Fluorescent Tube Lighting es 
G.E.C. Turbo Plant for Paper Mill 
Supply (Albert E. Reed & Co., Ltd.) 
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Generating Plant at the Buenos Aires 
Waterworks Co., Ltd. ' 

“Qsira”” Lamp Lighting at Morris Bioeers 
Ltd., Cowley 


Thermal aan Scheme at Poplar Toews 
Hall - - es 


Furnaces, High Frequency Electric Melting, 
at Brockhouse Castings, Ltd., Wednes- 
field, Wolverhampton 


Fractional Horse-Power ailiaatints ny 
The Design of, Part I 


Frontispieces : 


A Floodlighted Scene at the Aldershot 
Tattoo.. 

45,000 kVA a for The Cen- 
tral Electricity Board , 

The 3-Stand Tandem Sheet Mill j in the 
Cold Mill of the Ebbw Vale Steel- 
works of Richard Thomas & Co., 
ca , 
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G.E.C. Twelve-Channel Carrier een 
for Telephone Cable Circuits .. 


H 
High-Frequency Electric Melting Furnaces 
at Brockhouse Castings, Ltd., Wednes- 
feld, Wolverhampton 


High Power Hot Cathode Mercury Vapour 
Rectifier 


I 
Induction Motors, the Design of Fractional 
Horse-Power, Part i ‘ 
Induction Motors, Rotor a “ during 
Braking 
Instruments Incorporating “Pheemionic 
Valves, and their Characteristics : 
Part 1. 
Part II 


L 
Lamps, Electric Discharge, the sia 
of to Photographic Processes 
Lighting of Double Carriageway and Dec 
way Roads, a Unidirectional System for the 


Literature, Technical, ee, 1938— 
February, 1939 , ; ‘i 


* No. 4, the November issue, was not published on account of the War. 
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Melting Furnaces, High-Frequency Electric, 
at Brockhouse Castings, Ltd., Wednes- 
field, Wolverhampton 


Mercury-Pool Rectifier, a Note | on ses 
Operation of the Periodically Ignited. . 


Mercury Vapour Rectifier, the _ Power 
Hot Cathode 


Meter Construction, _ Electricity, ‘Recent 
Progress in 


Mill Equipment, see “ Dorune, Lem & 
Co., Ltd.” 


Motors, Induction, the Design of Fractional 
Horse-Power, Part I ms 


Motors, Induction, Rotor Voltage of during 
Braking - 7 ah , 
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New Sound Measurement Building at 
Witton, the 


Note on the Operation of the Periodically 
Ignited Mercury-Pool Rectifier, a 
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Paper Pulp Mill, the Electrical ee 
of Trinidad - 


Periodically Ignited Mercury- Dead Recti- 
fier, a Note on the Operation of , 
Photographic Processes, the Applications of 


Electric Discharge Lamps to 

Plastics and the Electrical Industry, Part I 

Progress and Development during 1938 . 
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Recent Progress in ease Meter Con- 
struction .. 

Rectifier, the Hinh —_— “Hot ‘Cobek 
Mercury Vapour ; 
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Rectifier, the Periodically Ignited Mercury- 
Pool, a Note on the Operation of 


Richard Thomas & Co., Ltd., Misetsical 
and Mechanical Equipment at the Ebbw 
Vale Steelworks of : 


Rotor Voltage of Induction Motors during 
Braking , vs 9 ' 
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Sound Measurement Building at tame 
the New .. 


Steelworks of Riche’ —_— & Co., Ltd., 
Ebbw Vale, Electrical and Mechanical 
Equipment at 
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Technical Literature, renee 1938— 
February, 1939 ‘a 


Telephone Cable Circuits, the GEC. 
Twelve-Channel Carrier System for 


Thermionic Valves, Instruments Incorpor- 
ating, and their Characteristics : 


Part I 
Part II 


Trinidad Paper Pulp Mill, ‘the Blectrical 
Equipment of 


Twelve-Channel Carrier System for Tele- 
phone Cable Circuits, the G.E.C. 
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Unidirectional System for the Lighting of 
Double-Carriageway and One-way Roads 
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Valves, Thermionic, Instruments Incorpor- 
ating, and their Characteristics : 
Part I 
Part II 
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No. 1. February, 1939. 
PAGE SUBJECT. 


i. G.E.C. Bakery Equipment at Lees Bakeries, 


Ltd., Newcastle-on- Tyne. 
i. john Lysaght, Ltd. 
iii. Alfred Herbert, Ltd. 


iv. G.E.C. Trolley Bus Equipment in Belfast. 


v. William Asquith, Ltd. 
vi. Babcock & Wilcox, Ltd. 


No. 2. May, 1939. 
PAGE SUBJECT. 


ii. G.E.C.-Fraser & Chalmers Turbo Plant for 
the Furniture Factory of Harris Lebus. 
iii, G.E.C. Rolling Mill Equipment at Jarrow 


Tube Works. 
iv. Colvilles, Ltd. 
v. Alfred Herbert, Ltd. 


vi. G.E.C. Lighting i in the ““Dominion Monarch” 


vit. Babcock & Wilcox, Ltd. 
viii. William Asquith, Ltd. 
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11. G.E.C. Lighting on the T.S.S. ““Mauretania.”’ 


iv. G.E.C. Electrical Equipment at the Ebbw 
Vale Steelworks of Richard Thomas & 


Co., Ltd. 
v. Alfred Herbert, Ltd. 


vi. G.E.C. Twelve-Channel Carrier System for 


the Post Office Trunk lines. 
vii. Babcock & Wilcox, Ltd. 
viii. John Lysaght, Ltd. 
ix, William Asquith, Ltd. 


x. G.E.C.-Fraser & Chalmers Pulverised Fuel 
Plant at Chatterley Whitfield Collieries, 


Ltd., Tunstall, Stoke-on-Trent. 





